Tr. 30, 346-347, 370, 373). The injury resulting from or contemplated by
the occurrence of an ignition or explosion could reasonably be expected to
be serious.

In view of the foregoing, I find that the violation could have been a
major cause of a danger to safety or health. The particular facts surround-
ing the violation show the existence of a reasonable likelihood that the
hazard contributed to would result in an injury or an Illness of a reasonably
serious nature. Accordingly, I conclude that the violation was of such nature
as could significantly and substantially contribute to the cause and effect
of a mine safety or health hazard.

F.  Gravity of the Violation

The findings of fact set forth in Part V(E) of this decision show that
the violation was serious.

G.  Good Faith in Attempting Rapid Abatement

The citation was issued at approximately 10:25 a.m., on April 10, 1979.
Abatement was due by 11:05. a.m. that same day. The citation was terminated
within the time set for abatement (Exh. M-l).  The parties stipulated that
the violation was abated in normal good faith (June 17, 1980, stipulations).

H.  Size of the Operator's Business

The parties stipulated that U.S. Fuel mined 746,298 tons of coal In
1979.  U.S. Fuel's controlling company information report reveals that
496,078 tons of that coal was mined at the King No. 4 Mine, and that the
remaining 250,220 tons was mined at the King No. 5 Mine (June 17, 1980,
stipulations).

I.  History of Previous Violations

On June 17, 1980, the parties filed a computer printout prepared by the
Directorate of Assessments setting forth the history of previous violations
at the King No. 4 and King No. 5 Mines, beginning January 1, 1970, and ending
May 29, 1980.  The parties stipulated that such computer printout may be used
In determining U.S. Fuel's history of previous violations.

Only those paid assessments for violations charged prior to April 10,
1979, may be properly considered in determining U.S Fuel's history of pre-
vious violations.  See Peggs Run Coal Company, 5 IBMA 144, 82 I.D. 445,
1 BNA MSHC 1343, 1975-1976 CCH DSHD par. 20,001 (1975). The computer printout
reveals that U.S. Fuel had paid assessments for the time period beginning '
January 1, 1970, and ending April 9, 1979, as follows:tion was of such nature
